Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Text 


UNCLASSIFIED 

PAGE 01 MELBOU 00244 070558Z 
11 

ACTION HEW-08 

INFO OCT-01 EA-07 ISO-OO SCI-01 EB-05 RSC-01 DRC-01 /024 W 

016712 

R 070430Z MAR 74 
FM AMCONSUL MELBOURNE 
TO SECSTATE WASHDC 2040 
INFO AMCONSUL SYDNEY 

UNCLAS MELBOURNE 0244 

E.O. 11652: N/A 
TAGS: TBIO, AS 

SUBJECT: RECALL OF DESERET INTRAVENOUS CATHETER PRODUCTS 
REF: STATE 037128 

REFTEL PARA 4 CONGEN MELBOURNE HAS CONTACTED A. MALCOLM 
MCNEIL PTY LTD., ADELAIDE SOUTH AND B. WARNER & WEBSTER 
PTY LTD., MELBOURNE RE SUBJECT RRODUCTS. FIRMS HAVE 
ADVISED POST THEY ARE SUBAGENTS FOR C. WILLIAM PEARCE & CO. 
PTY LTD., SYDNEY, AUSTRALIA AND ARE NOT INVOLVED IN 
MATTER SINCE THEY HOLD NO STOCK OF SUSPECT BATCH OF DESERET 
CATHETERS. SUBSEQUENT CHECK WITH C. WILLIAM PEARCE & CO. 

PTY LTD SHOWED THAT: 

1. FOUR (4) BATCHES OF SUSPECT CATHETERS ARE INVOLVED. 

2. SUSPECT BATCHES ARE STILL AT SEA EN ROUTE TO 
AUSTRALIA. 

3. FIRM HAS ADVISED GOA DEPARTMENT OF HEALTH AND NSW 
STATE GOVERNMENT DEPARTMENT OF HEALTH OF SUSPECT 
PRODUCT. 

4. ON ARRIVAL OF SUSPECT PRODUCT AND INCONJUNCTION 
WITH GOVERNMENT AUTHORITIES, IT WILL BE DECIDED 
WHETHER SUSPECT PRODUCT WILL BE RETURNED TO 
MANUFACTURER OR DESTROYED IN AUSTRALIA. 

FLUKER 

UNCLASSIFIED 
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Message Attributes 
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Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSUMER PROTECTION, MEDICAL CARE, FOOD & DRUG REGULATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 07 MAR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MELBOU00244 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: MELBOURNE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9740361 /aaaacesg.tel 

Line Count: 52 
Locator: TEXT ON-LINE 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 037128 
Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 AUG 2002 by elbezefj>; APPROVED <06 DEC 2002 by cunninfx> 

Review Markings: 
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Review Referrals: n/a 
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Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RECALL OF DESERET INTRAVENOUS CATHETER PRODUCTS 
TAGS: TBIO, AS 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



